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ABSTRACT

The paper deals with time domain-deterministic stochastic assessment of a transient electric field generated by a ground penetrating radar (GPR) dipole antenna and transmitted into a lower half-space. 

The deterministic time domain formulation is based on the space-time Hallen integral equation for half-space problems. The Hallen equation is solved via the Galerkin–Bubnov variant of the Indirect Boundary Element Method (GB-IBEM) and the space-time current distribution along the dipole antenna is obtained, thus providing the field calculation.  The field transmitted into the lower medium is obtained by solving the corresponding field integrals. 

As GPR systems are subjected to a rather complex environment, some input parameters, for example the antenna height over ground or earth properties, are partly or entirely unknown and, therefore, a simple stochastic collocation (SC) method is used to properly access relevant statistics about GPR time responses. The SC approach also aids in the assessment of corresponding confidence intervals from the set of obtained numerical results. The expansion of statistical output in terms of mean and variance over a polynomial basis, via the SC method, is shown to be a robust and efficient approach providing a satisfactory convergence rate. 

 Keywords: deterministic boundary element modelling, ground penetrating radar, hallen integral equation, stochastic collocation method, time domain, transmitted field. 

1  INTRODUCTION

There has been a continuous interest in the analysis of GPR (Ground Penetrating Radar) systems and related applications, or example in civil engineering [1]. The element of particu-lar importance for a GPR system operation is an antenna [2]. 

Many efficient GPR antenna models are based on the Finite Difference Time Domain (FDTD) simulations, e.g. [3–5]. 

Contrary to the widely used FDTD approach, this paper presents an approach for the eval-uation of transient electric field transmitted into the lower half-space due to the GPR dipole antenna via the Boundary Element Method (BEM) combined with the stochastic collocation (SC) approach. 

The deterministic model is based on the direct time-domain analysis of a single straight wire above a lossy half-space and the corresponding space-time Hallen integral equation [6–8]. The presence of the air–earth interface is taken into account via the space-time Fresnel reflection coefficient. The space-time Hallen equation is solved via the Galerkin–Bubnov variant of the Indirect Boundary Element Method (GB-IBEM) [6–8]. A comparison of the FDTD approach and the time domain integral equation method using the approach promoted in [9] has been carried out recently [10]. 
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Furthermore, a novel formula for the transient field transmitted into a dielectric half-space is reported in [9]. The influence of a two-media interface is taken into account via the simplified space-time transmission coefficient arising from the Modified Image Theory (MIT). The corresponding transmitted field is obtained from the related field integrals using the boundary element formalism, as well. 

On the other hand, the uncertainty of the input parameters inevitably leads to the uncertainty in the assessment of the transient field transmitted through the lower medium. 

A novel approach to properly quantify and handle the uncertainties, presented in this work, is related to the use of the SC technique [11, 12], which combines deterministic electromagnetic techniques with certain statistical methods. 

Some illustrative numerical results for the transient transmitted field pertaining to certain statistical moments are given in the paper, as well. 

2  FORMULATION: DETERMINISTIC AND STOCHASTIC APPROACH

This section outlines the formulation, deterministic boundary element procedures and the SC 

approach. 

2.1  Deterministic modelling

The horizontal GPR dipole antenna of length  L, radius  a, located at height  h and radiating above a lossy half-space is depicted in Fig. 1. The antenna is excited by an equivalent voltage source  V . 

g

The transient current on the horizontal straight thin wire over a lossy half-space  illuminated by a tangential incident electric field  E inc, existing in the antenna feed-gap is governed by the x

space-time Hallen integral equation [6]:
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Figure 1: Centre –fed GPR dipole antenna. 
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 D. Poljak, et al., Int. J. Comp. Meth. and Exp. Meas., Vol. 5, No. 5 (2017) Where  I(x, t) is the unknown axial current along the wire,  c is the velocity of light,  Z  is the 0

free-space wave impedance, while  R  and  R * denote the distances between observation point a

 a

 x and source point  x’ on actual and image wire, respectively. Unknown functions  F  and  F  

 0

 L

account for the multiple reflections from the wire ends, and can be determined by assuming the zero current at the wire ends [6–8]. The influence of the ground is taken into account via the reflection coefficient (RC) function  r(θ, t) [6–8]: α
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Note that δ( t) is the Dirac impulse, and  I (t) is the  n th order modified Bessel function of the n

first kind. 

In the case of a transmitting dipole-antenna the voltage generator differs from zero only in the feed-gap area:  x - Δ l <x<x + Δ l  the incident field can be written in terms of the Dirac g
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The Hallen eqn (1) is solved via the space-time version of GB-IBEM [8] forcing the zero current at the free ends of the wire and with the initial conditions requiring the wire not to be excited before the certain instant  t = t . Once the space-time dependent current distribution 0

along the dipole antenna is determined, the related electric field penetrating through the two-media interface can be calculated. 

A space-time expression for the transient field transmitted in a lower lossy half-space has been reporetd in [9] and is given by:
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where  v stands for the velocity of wave propagation in the lower medium while  R’’ is the distance from the dipole antenna to the observation point located in the lower half-space. 

The transmitting effects of the air-ground interface are taken into account via a simplified space-time transmission coefficient arising from the MIT [9]
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where:
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Note that in the case of dielectric half-space (6) simplifies into: L
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The field transmitted in a dielectric and/or lossy half-space, respectively, can be calculated by using the boundary element formalism described in [9]. 

Using the local approximation for current [8]:
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where { I ( t ’)} is the vector containing unknown coefficients, and linear shape functtions are given by [3]
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An extension of the BEM procedure to lossy media will be reported in future work. 

2.2  Stochastic analysis

Once the time domain deterministic modelling via GB-IBEM is carried out, a stochastic process-ing of the obtained numerical results is undertaken via the SC technique [11]. The fundamental principle of the SC technique is to use the polynomial approximation of the certain output  E of interest for  N given random parameters. The random parameter  Z is defined as [11, 12]: Z

0
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where  Z 0 is the initial (mean) value of a considered parameter, while   u is the random variable (RV) with assigned statistical distribution. 

The function  t
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→  E (  Z ,  t ) is expanded over a stochastic space using the Lagrangian basis functions set [11, 12]:
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More details related to this approach are available in [11, 12]. 

3  COMPUTATIONAL EXAMPLES

Computational examples are related to the horizontal dipole antenna of length  L = 1 m and radius  a = 6.74 mm radiating above a dielectric half-space. The dipole is driven at its centre by the Gaussian pulse voltage source:
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with parameters:  V = 1 V,  g = 1.5*109 s-1,  t = 1.43 ns. 

 0 

0 

Figure 2 shows the transient electric field transmitted into the lower half-space in the broadside direction arising from the deterministic model computed at various depths. 

The permittivity of the lower medium is ε = 10, while the antenna height is  h  = 0.1 m. 

 r 

Figure 3 shows the influence of the various permittivity to the transient field at depth  d = 0.5 

for the antenna height  h = 0.1 m. The influence of the parameter variation to the transient field in the sense of time delay, attenuation and changes in waveforms is visible in both cases. 

Figure 4 shows the mean of the electric field inside the soil,   for the following random variable: RV1 =  h (antenna height above a soil), RV2 = ε (soil permitivitty), RV3 =  d (field r 

observation point). First, one random variable at a time is considered, as follows:

•  RV1 – central location,  h 0 = 0.3 m; uniformly distributed:  U[0.05;0.55] (in metre)



• RV2 – initial value, ε  0 = 15; uniformly distributed:  U[2;28]

r

•  RV3 – initial value,  d 0 = 1 m; uniformly distributed:  U[0.5;1.5] (in metre) For SC convergence, 5 SC points are required from 12 ns. Significant differences are notice-able between different scenarios with one random variable at a time, that is between RV1, RV2, RV3 models. Definitely, there is a need for 3 RVs modelling at a time. 

Figure 2: Transmitted electric field for various depths (ε = 10,  h = 0.1 m). 

 r 
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Figure 3: Transmitted electric field for various permittivity ( d = 0.5,  h = 0.1 m). 

Figure 4: Mean of the  E- field inside soil,  L = 1m,  a = 6.74mm. 

Finally, the influence of each RV to the output  E  is considered using the following relation: Variance( E RV )



 Influence E

 i

(  i) =

(17)

 Variance( E tot)

Figure 5 shows the influence of each of three different RVs to the output of interest  E. 

Ranking random parameters from the most to the least influential (from  E-field variances) it appears that one must primarily focus on RV3 (depth accuracy) and RV1 (antenna height), while the model is less sensitive to soil dielectric constant. Future work will include the influence of the conductivity which is a more demanding case within the deterministic modelling framework. 

[image: Image 5]
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4  CONCLUDING REMARKS

The paper presents deterministic stochastic analysis of the transient field generated by GPR 

dipole antenna and transmitted into the lower half-space by taking into account the uncertainty variations of the input data set. The deterministic model is based on the Hallen space-time integral equation formulation, integral formula for the transmitted field and the related boundary element solution procedures. 

Having completed the deterministic modelling, simple SC formalism is applied to accu-rately account for uncertainties and to assess confidence intervals from the set of obtained numerical results. 

The expansion of the statistical output in terms of mean and variance over a polynomial basis via SC has been shown to be a powerful method for uncertainty propagation and first-order sensitivity analysis demonstrating robustness, efficiency and providing satisfactory convergence rate and non-intrusiveness. 

Future work on the improvement of system design is related to enhanced time domain formalism and increasing the number of random variables. 
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ABSTRACT

The paper deals with time domain-deterministic stochastic assessment of a transient electric field gen-
erated by a ground penetrating radar (GPR) dipole antenna and transmitted into a lower half-space.
The deterministic time domain formulation is based on the space-time Hallen integral equation for
half-space problems. The Hallen equation is solved via the Galerkin-Bubnov variant of the Indirect
Boundary Element Method (GB-IBEM) and the space-time current distribution along the dipole
antenna is obtained, thus providing the field calculation. The field transmitted into the lower medium is
obtained by solving the corresponding field integrals.

As GPR systems are subjected to a rather complex environment, some input parameters, for example
the antenna height over ground or earth properties, are partly or entirely unknown and, therefore, a
simple stochastic collocation (SC) method is used to properly access relevant statistics about GPR time
responses. The SC approach also aids in the assessment of corresponding confidence intervals from
the set of obtained numerical results. The expansion of statistical output in terms of mean and variance
over a polynomial basis, via the SC method, is shown to be a robust and efficient approach providing a
satisfactory convergence rate.

Keywords: deterministic boundary element modelling, ground penetrating radar; hallen integral equa-
tion, stochastic collocation method, time domain, transmitted field.

1 INTRODUCTION
There has been a continuous interest in the analysis of GPR (Ground Penetrating Radar)
systems and related applications, or example in civil engineering [1]. The element of particu-
lar importance for a GPR system operation is an antenna [2].

Many efficient GPR antenna models are based on the Finite Difference Time Domain
(FDTD) simulations, e.g. [3-5].

Contrary to the widely used FDTD approach, this paper presents an approach for the eval-
uation of transient electric field transmitted into the lower half-space due to the GPR dipole
antenna via the Boundary Element Method (BEM) combined with the stochastic collocation
(SC) approach.

The deterministic model is based on the direct time-domain analysis of a single straight wire
above a lossy half-space and the corresponding space-time Hallen integral equation [6-8]. The
presence of the air—earth interface is taken into account via the space-time Fresnel reflection
coefficient. The space-time Hallen equation is solved via the Galerkin-Bubnov variant of the
Indirect Boundary Element Method (GB-IBEM) [6-8]. A comparison of the FDTD approach
and the time domain integral equation method using the approach promoted in [9] has been
carried out recently [10].
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